
TYPIPA1 rnncc CCATIAM NOTE'. THE SASH COVER CAN BE MADE OF ONE OF SEVERAL MATERIALS. THE STANDARD 

-lU-iknk OKUbS SECTION CLASS HOT BED SASH IS 3'X6' IN SIZE. IT REPRESENTS THE IDEAL COVER-LASTING MANY TEARS. 

IT IS SOMEWHAT EXPENSIVE, IF OLD DISCARDED WINDOW SASH ARE AVAILABLE, USE THEM, BUILD 
FRAME TO FIT SASH. INEXPENSIVE COVERS CAN BE MADE WITH 4 OR 6 MIL.PLASTIC TACKED ON A LIGHT HOMEMADE FRAME, IT CAN BE 
MADE IN MANY DIFFERENT SIZES. THIS IS SATISFACTORY FROM STANDPOINT OF LIGHT, BUT IS SHORT LIVED, USUALLY TWO SEASONS. 
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Disclaimer 


This site makes available conceptual plans that can be helpful in developing building 
layouts and selecting equipment for various agricultural applications. These plans do not 
necessarily represent the most current technology or construction codes. They are not 
construction plans and do not replace the need for competent design assistance in 
developing safe, legal and well-functioning agricultural building system. The LSU 
Agriculture Center, the Mid-West Plan Service, the United States Department of 
Agriculture and none of the cooperating land-grant universities warranty these plans. 



